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1. IBM PUMPS - In connection with the Signal Security agency budget, 
the Chief of the Supply Branch reported hi* finding* covering funds for 
supplies furnished to the theaters and for rental of IBM epilpoent in the 
theaters. It ms stated that only such items as approved by the theaters 
as necessary be provided, thereby requiring the use of theater funds. 

In this connection, the quarrtion of adequate Table of Equipment 
for units of the Second Signal Service Battalion was discussed. The Chief 
of the Supply Branch was requested to investigate the natter with a view 
toward eliminating existing problems. 

2. OFFICER ffiflBQTlCflB • The Chief of the Division requested that the 
Branch Chiefs consider rwconmumding for the promotion, to fill existing 
Table of Organisation vacancies, those second lieutenants who have had 
six months or more in grade and who possess a high efficiency rating. 

3. jaiES apt jp ML • It was stated that the Commanding Officer 
desires that only officers with an efficiency rating of "Excellent* or better 
be sent overseas on temporary duty. In this connection, it was reported 
that until such time as the number of the Signal Security Agency personnel 

on temporary duty overseas have returned to the agency, no additional requests 
for overseas duty will be approved unless the need is urgent. 

4. ftHAi.TB lS • The Chief of the Division distributed copies of 
the Control analysis study made in the Photographic Section of the Laboratory 
Branch and explained the general nature and purpose of the report. It was 
requested that the branches submit any comments or critic isms regarding 

this subject to the Division Chief. 

3* £ffi£. PNpjff ftBSTISH • The Chief of the Cocxnunio&ticms Branch inquired 
as to the status of the proposal of the transfer of the Field Units Section 
back to the Cemmunicat ions Branch, It was stated that the matter was being 
considered by the Chief of the Personnel and Training Division. The Chief 
of the Operating Services Division indicated he would look into the situation 
to asoertain its status. 

6. PHCgQGBaHilC MSM& * The Chief of the Laboratory Branch reported 
that a shortage of photographic material necessitated rejection of a request 
from the Intelligence Division fcnr reproduction of same cxyptamlytie mater- 
ial. It was requested that all such rejections or disapprovals be routed 
through the Office of the Division Chief in order that he may be kept apprised 
of such problems as they occur. 
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7. aa&gaaBisiag tmm ms gasiflBa - - »»*»* of proa— 

were discussed in rim of the contemplated increase in the receipt of Jap- 
anese arsgr messages. The Chief of the Division re*piested that a coordinated 
study he made by the Branches involved in order that a complete report of 
the situation may be available to the Intelligence Division. 

a. mama mw&mz - The Chief of the Laboratory 

Branch stated that a reply ms being prepared to the Cryptographic Branch 
indicating how the publication of additional cryptographic material would 
affect production of process negatives in the Laboratory Brunch, He stated 
that the reply would be routed through the Office of the Division Chief. 
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